
itfWORAWDOM FOE* Gcaptroller 
FROM * Chief, Finance Division 

SUBJSGT i Bonding of ifisployees 

Attached la a list of Class B Stations, Oases and 
other installations where an employee is acting as a 
custodian in accordanoe with the Agency's Bonding Policy. 
The listing is complete as of 27 February 1961. 
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Attachment 
28 February 1961 



25X1 A9a 


Distributions 

Original and 1 - Addressee w/att, 

1 - Chiof, FD w/att. 

2 - Chief, O&L w/att. 

1 - FD Registry w/att. 

FD/o&L/^^^Htpcs (3550) 





